BELL SYSTEM PRACTICES 
AT&TCo Standard 


NUMERICAL INDEX — DIVISION 574 
TELETYPEWRITER 30 SERIES 


1. GENERAL Section 
Number Issue 
1.01 This section provides an index of System-issued sections in Division 
574. This section reverted to Issue 1 on January 8, 1974. Prior to 574-121-701 3 
that date there had been 99 issues of the section. 
574-121-702 3 
1.02 A bullet (@) indicates an item that has been added or changed since 
the previous issue of the index. 574-121-800 6 


1.03. A square (_}) indicates a canceled item. Information relating to the 


cancellation, if necessary, will be shown in a note following the item. 


SECTION 574-000-000 
Issue 6, December 1974 


Subject 
Lubrication 
Disassembly and Reassembly 


(UK) — Parts 


574-122 33 Typing Unit 


Canceled items and related notes will be deleted upon reissue of the index. 574-122-100 3 

1.04. A heart (y) indicates a new or reissued item which, because of its 574-122-700 5 
limited need, has not been distributed on standing orders. Locations 

requiring these items should place regular (one-time) orders for them. 574-122-701 3 

1.05 ‘‘Add" is the abbreviation for Addendum. e 574-122-702 4 

2. LAYERS 574-122-800 9 


2.01 = This division is arranged in layers as follows: 
574-0 Indexes 


General Description and Principles of Operation 
Adjustments 

Lubrication 

Disassembly and Reassembly 


{UP) — Parts 


574-123 33 Call Control Unit 


-1 Type 33 Equipment 574-123-100 2 
-2. Type 35 Equipment 
-3. Type 37 Equipment 574-123-1021 
3. INDEX 
574-123-800 6 
Section 
Number Issue Subject 


574-0 INDEXES 


Description and Principles of Operation 


UCC29 — For EIA and Direct Neutral Interface 
— Description and Principles of Operation 


(UCC) — Parts 


574-124 33 Tape Reader 


é 574-124-100 3 

e 574-000-000 6 Numerical Index — Division 574 — Teletypewriter 
30 Series 574-124-700 4 
574-010-100 2 33 and 35 Teletypewriter Sets for EIA and — 574-124-701 3 

Direct Neutral Interface — Description 

574-124-702 2 

574-020-800 1 Keytops for Models 33 and 35 Teletypewriter 
Sets 574-124-800 6 


574-1 TYPE 33 EQUIPMENT 


General Description and Principles of Operation 
Adjustments 

Lubrication 

Disassembly and Reassembly 


(UX) — Parts 


574-125 33 Tape Punch 


574-100 33 KSR, RO, and ASR 
574-125-100 3 
574-100-101 5 General Description and Operation 
574-125-700 5 
574-100-201 3 Installation 
574-125-701 3 
574-100-301 ] Teletypewriter Sets for No. 1 ESS-ADF (ADNET) 
and 85/86 Data Selective Calling Stations 574-125-702 2 
— Troubleshooting 
e 574-125-800 6 


574-100-401 5 Wiring Diagrams 


574-100-702 2 Removal and Replacement of Components 


574-126 33 Cover 


574-100-800 2 33 Modification Kits for ASR/KSR/RO Sets 574-126-100 1 
574-121 33 Keyboard 574-126-700 2 
574-121-100 3 Description and Principles of Operation 574-126-701 1 
574-121-700 4 Adjustments 574-126-800 5 


Printed in U.S.A. , 


General Description and Principles of Operation 
Adjustments 

Lubrication 

Disassembly and Reassembly 


(UPE) — Parts 


General Description 
Adjustments 
Lubrication 


33 Cover and Table — Parts 
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SECTION 574-C00-000 


Section 
Number 


Issue 


Subject 


574-2, TYPE 35 EQUIPMENT 


574-200 
574-200-200 


574-200-300 


574-200-400 


574-201 


574-201-100 


574-201-200 


574-201-300 


App 574-201-400 
574-201-400 


1 


1 


2 


5 


574-202 Automatic 


574-202-100 


WY 574-202-102 


Y 574-202-103 


574-202-200 


Y 574-202-202 


Y 574-202-203 
574-202-300 


Y 574-202-302 


Y 574-202-303 


App574-202-400 
574-202-400 


WY 574-202-402 
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3 


Receiving Only (RO) 


Page Printed Set — Installation 


Teletypewriter Set — Service Maintenance 
(Trouble Shooting) 


Teletypewriter Set — Functional Diagrams and 
Connecting Information 


Keyboard Send-Receive (KSR) 


35 Keyboard Send-Receive (KSR) and Receive-Only 
(RO) Teletypewriter Sets — Description and 
Operation 


35 Send-Receive Page Printer Set — Installation 
35 Keyboard Send-Receive Teletypewriter Set 


— Service Maintenance (Trouble Shooting) 


35 Keyboard Send-Receive (KSR) Sets — Actual 
and Schematic Wiring 


Send-Receive (ASR) 


35 Automatic Send-Receive Teletypewriter Set 
— General Description and Operation 


(Offline) For Switching System No. 307 — 35 
Offline Tape Preparation Set — 34 Offline 
Tape Preparation Set With Code Converter 
and Table — General Description and Operation 


(Online) For Switching System No. 307 — 
General Description and Operation 


35 Automatic Send-Receive Set — Installation 


(Offline) For Switching System No. 307 — 35 
Offline Tape Preparation Set -— 34 Offline 
Tape Preparation Set With Code Converter 
and Table — Installation 


(Online) For Switching System No. 307 — 
Installation 


35 Automatic Send-Receive Teletypewriter Set 
— Service Maintenance (Trouble Shooting) 


(Offline) For Switching System No. 307 — 35 
Offline Tape Preparation Set — 34 Offline 
Tape Preparation Set With Code Converter 
and Table — Service Maintenance — 
(Troubleshooting) 


(Online) For Switching System No. 307 — 
Service Maintenance — (Troubleshooting) 


35 Automatic Send-Receive (ASR) Sets — 
Actual and Schematic Wiring Diagrams 


(Offline) For Switching System No. 307 — 35 
Offline Tape Preparation Set — 34 Offline 
Tape Preparation Set With Code Converter 
and Table — Schematic Wiring Diagrams 


Section 
Number 


Y 574-202-403 


574-203 


57 4-203-100 


574-203-200 


574-203-300 


Issue 


1 


4 


2 


1 


Subject 


(Online) For Switching System No. 307 — 
Schematic Wiring Diagram 


Receiving Only Typing Reperforator Set (ROTR) 


35 Receive-Only Typing Reperforator Sets — 
Description and Operation 


35 Receive Only Typing Reperforator Set 
(ROTR) — Installation 


35 Receive Only Typing Reperforator Set — 
Trouble Shooting 


574-204 Keyboard Tape Printer (KTP) 


574-204-100 


574-204-200 


574-204-300 


App574-204-400 
574-204-400 


3 


35 Keyboard Send-Receive Tape Printer 
Teletypewriter Set — Description and Operation 


35 Tape Printer Set — Installation 
35 Keyboard Send-Receive Tape Printer 


Teletypewriter Set (Troubleshooting) 


35 Keyboard Tape Printer Teletypewriter Set 
— Functional Diagrams 


574-205 Transmitter-Distributor Sets 


574-205-100 


574-206 
Set 


Y 574-206-100 
Y 574-206-200 


Y 574-206-300 


574-206-400 


Y 574-206-700 


Y 574-206-701 


574-220 Typing Unit 


574-220-100 


574-220-400 
574-220-700 
574-220-701 
574-220-702 


App574-220-800 
574-220-800 


574-221 


574-221-100 


] 


2 


4 


ao 


3 


35 Transmitter-Distributor Sets — Description 


35 Edge Punched Card Typing Reperforator Send-Receive 


Description and Principles of Operation 
(1A Keyboard Punch) — Installation 


(1A Keyboard Punch) — Checkout and 
Troubleshooting 


Wiring Diagrams 


(1A Keyboard Punch) — Adjustments and 
Lubrication 


(1A Keyboard Punch) — Removal and 
Replacement of Components 


35 Typing Unit — General Description and 
Principles of Operation 


35 Typing Unit — Actual Wiring Diagrams 
35 Typing Unit — Adjustments 
35 Typing Unit — Lubrication 


35 Typing Unit — Disassembly and Reassembly 


35 Typing Unit (LP) — Parts 


Keyboard and Base for KSR and RO Sets 


35 Keyboard and Base for Keyboard Send-Receive 
and Receive Only Sets — General Description 
and Principles of Operation 


Section 
Number 
574-221-400 
574-221-700 
( 574-221-701 
574-221-702 
‘ 574-221-800 
574-222 
( 574-222-100 
574-222-400 
574-222-700 
574-222-701 


574-222-702 


( 574-222-800 


Issue 


2 


bs 


Subject 


35 Keyboard and Base for Send-Receive and 
Receive Only Sets — Actual Wiring Diagrams 


35 Keyboard and Base for Keyboard Send-Receive 
and Receive-Only Sets — Adjustments 


35 Keyboard and Base for Keyboard Send-Receive 
and Receive Only Sets — Lubrication 


35 Keyboard for Keyboard Send-Receive Set 
— Disassembly and Reassembly 


35 Send Receive Keyboard (LK) and Receive-Only 
Base (LB) — Parts 


Keyboard for ASR Sets 


35 Keyboard for Automatic Send-Receive Sets 
— General Description and Principles of 
Operation 


35 Keyboard for Automatic Send-Receive Sets 
— Actual Wiring Diagram 


35 Keyboard for Automatic Send-Receiver Sets 
— Adjustments 


35 Keyboard for Automatic Send-Receive Sets 
— Lubrication 


35 Keyboard for Automatic Send-Receive 
Sets — Disassembly and Reassembly 


35 Automatic Send-Receive Keyboard (LAK) 
— Parts 


574-223 Transmitter-Distributor Base Assembly 


574-223-100 
574-223-101 

574-223-400 

574-223-700 

( 574-223-702 
; 574-223-800 
574-223-801 

574-224 

| 574-224-100 


574-224-700 


( 574-224-701 


574-224-702 


3 


3 


35 Tape Reader Bases (for ASR Sets) — 
Description and Principles of Operation 


Bases for 35 Transmitter-Distributor Sets — 
Description and Principles of Operation 


35 Transmitter Distributor Base Assembly — 
Actual Wiring Diagram 


35 Tape Reader Bases (for ASR Sets) — 
Adjustments and Lubrication 


Bases for 35 Transmitter-Distributor Sets — 
Adjustments and Lubrication 


35 Transmitter Distributor Base (LCXB) — 
Parts 


35 Transmitter Distributor Base (LXDB) and 
Cover (LXDC) 


Non-Typing Reperforator 


35 Non-Typing Reperforator — General Description 
and Principles of Operation 


35 Nontyping Reperforator — Adjustments 
35 Non-Typing Reperforator — Lubrication 


35 Non-Typing Reperforator — Disassembly 
and Reassembly 


Section 
Number 


574-224-800 


Issue 


ISS 6, SECTION 574-000-000 


Subject 


2 35 Non-Typing Reperforator (LRPE) — Parts 


574-225 Transmitter-Distributor 


574-225-100 
574-225-400 


574-225-700 
574-225-701 


574-225-702 
574-225-800 
574-226 
574-226-100 
574-226-400 


Y 574-226-401 


574-226-800 
574-226-801 
574-226-802 


574-226-803 


2 35 Transmitter Distributor — General Description 
and Principles of Operation 


2 35 Transmitter Distributor — Actual Wiring 
Diagrams 


5 35 Transmitter Distributor — Adjustments 
3 35 Transmitter Distributor — Lubrication 


] 35 Transmitter Distributor — Disassembly and 
Reassembly 


4 35 Transmitter Distributor — (LXD-Single 
Contact Type) — Parts 


Electrical Service Unit 


4 35 Electrical Service Unit — General Description 
and Principles of Operation 


i) 35 Electrical Service Unit — Actual Wiring 
Diagrams . 


1 Electrical Facilities Used on Offline ASR Sets 
for Switching System No. 307 — Actual 
Wiring Diagrams 


4 35 Electrical Service Unit (LESU) for KSR and 
RO Sets — Parts 


4 35 Electrical Service Unit (LESU) for ASR 
Sets — Parts 


3 35 Electrical Service Unit (LESU) (Typing 
Reperforator) — Parts 


1 35 Electrical Service Unit (LESU) Wall Mounted 
KSR/RO — Parts 


574-227 = Call Control Unit 


574-227-100 
App574-227-400 
574-227-400 


574-227-800 


574-228 


574-228-100 


574-228-700 


574-228-701 


574-228-800 


2 35 Call Control Unit — General Description 
and Principles of Operation 


3 35 Call Control Unit —Actual Wiring Diagrams 


3 35 Call Control Unit (LCCU) — Parts 


Cabinet for ASR Sets 


ie) 35 Cabinet for Automatic Send-Receive Sets 
— General Description and Operation 


5 35 Cabinet for Automatic Send-Receive 
Teletypewriter Set — Adjustments 


2 35 Cabinet for Automatic Send-Receive 
Teletypewriter Sets — Lubrication 


4 35 Automatic Send-Receive Cabinet (LAAC) 
— ASR — Parts 
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SECTION 574-000-000 


Section 
Number 


Issue 


Subject 


574-229 Cabinet for KSR Sets 


574-229-100 


574-229-700 


574-229-701 


574-229-800 


574-229-801 


3 


35 Cabinets for Keyboard Send-Receive and 
Receive Only Sets — General Description 
and Operation 


35 Cabinets for Keyboard Send-Receive and 
Receive-Only Sets — Adjustments 


35 Cabinets for Keyboard Send-Receive and 
Receive Only Sets — Lubrication 


35 Console and Table Model (LAC) — KSR/RO 
— Parts 


35 Wall Mounted Cabinet (LPC) KSR/RO — 
Parts 


574-230 Receiving Only Typing Reperforator Cover and 
Keyboard Tape Printer Cover 


574-230-100 


574-230-101 


574-230-800 


574-231 Tape Printer 


574-231-100 


574-231-401 


574-231-700 


574-231-701 


574-231-702 


574-231-802 


3 


1 


3 


4 


1 


35 Keyboard Tape Printer Cover — Description, 
Adjustments, and Lubrication 


35 Receive-Only Typing Reperforator Cover 
— Description and Adjustments 


35 R-O Reperforator Cover (LRC) and 35 S-R 
Tape Printer Cover (LSRC) — Parts 


35 Tape Printer — Description and Principles 
of Operation 


35 Tape Printer — Actual Wiring Diagram 
35 Tape Printer — Adjustments 

35 Tape Printer — Lubrication 

35 Tape Printer — Disassembly and Reassembly 


35 Tape Printer (LTP) — Parts 


574-232 Tape Printer Keyboard and Receive Only Typing 
Reperforator Base 


574-232-100 


574-232-101 


574-232-401 


WY 574-232-402 


574-232-700 
574-232-701 


574-232-702 


574-232-703 
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3 


] 


] 


35 Tape Printer Keyboard — Description and 
Principles of Operation 


35 Reperforator Bases — Description and 
Principles of Operation 


35 Tape Printer Keyboard and 35 Receiving 
Only Typing Reperforator Base — Actual 
Wiring Diagrams 

35 Auxiliary Typing Reperforator Base Used in 
35 Automatic Send-Receive Teletypewriter 
Set — (Online) for Switching System No. 
307 — Actual Wiring Diagram 

35 Tape Printer Keyboard — Adjustments 

35 Tape Printer Keyboard Lubrication 


35 Tape Printer Keyboard — Disassembly and 
Reassembly 


35 Reperforator Bases — Adjustments 


Section 
Number Issue Subject 


574-232-704 1 35 Reperforator Bases — Lubrication 


574-232-800 3 35 Tape Printer Keyboard (LTPK) — Parts 


574-232-801 3 35 Typing Reperforator Base (LRB) — Parts 


574-233 Typing Reperforator on ROTR 
574-233-100 5 35 Typing Reperforator — General Description 
and Principles of Operation 
574-233-400 3 35 Typing Reperforator — Actual Wiring 
Diagrams 


574-233-700 6 35 Typing Reperforator — Adjustments 


574-233-701 4 35 Typing Reperforator — Lubrication 


574-233-702 2 35 Typing Reperforator — Disassembly and 
Reassembly 


App 574-233-800 1 
574-233-800 4 35 Typing Reperforator (LPR) and 35 Tape 


Printer (LTP) — Parts 
574-234 Receiving Only Reperforator Table 


574-234-100 3 35 Receiving Only Reperforator Table — 
General Description and Principles of Operation 

574-234-400 2 35 Receiving Only Reperforator Table — Actual 
Wiring Diagrams 

574-234-700 3 35 Receiving Only Reperforator Table — 
Adjustments 

574-234-701 3 35 Receiving Only Reperforator Table — 
Lubrication 


574-234-800 3 35 Reperforator Table (LT) — Parts 


574-235 Answer-Back Assembly 


574-235-100 3 28 and 35 Answer-Back Unit — Description 


and Operation 


574-235-200 1 28 and 35 Answer-Back Unit — Installation 


574-235-400 3 35 Answer-Back Assembly — Actual and 


Schematic Wiring Diagrams 
574-235-700 3 28 and 35 Answer-Back Unit — Adjustments 
574-235-701 5 28 and 35 Answer-Back Unit — Lubrication 


574-235-702 1 28 and 35 Answer-Back Unit — Disassembly 


and Reassembly 
574-235-800 4 28 and 35 Answer Back Unit — Parts 
574-236 Tape Reader (Parallel Output) 


574-236-800 2 35 Transmitter (LX) — Parts 


574-237 Multiple Wire Distributor 


574-237-100 2 35 Multiple Wire Distributor — Description 
and Principles of Operation 


574-237-700 2 35 Multiple Wire Distributor — Adjustments 


Section 
Number 


574-237-701 


574-237-800 


Issue 


2 


3 


Subject 
35 Multiple Wire Distributor — Lubrication 


28 and 35 Multiple Wire Distributor (LD) — 
Parts 


574-238 Mechanical Code Converter 


Y 574-238-100 


Y 574-238-400 


Y 574-238-700 


Y 574-238-701 


Y 574-238-702 


574-238-800 


1 


For Switching System No. 307 — General 
Description and Principles of Operation 


For Switching System No. 307 — 8-Level 
Tape to 5-Level Signal — Actual Wiring 
Diagram 

For Switching System No. 307 — Adjustments 


For Switching System No. 307 — Lubrication 


For Switching System No. 307 — Disassembly 
and Reassembly 


(LXCC) — 8 to 5 Level and Table (LT) — 
Parts 


574-239  Transmitter-Distributor (Multicontact) 


574-239-100 


574-239-700 


574-239-701 


574-239-702 


3 


2 


2 


1 


35 Transmitter-Distributor Unit (Multicontact) 
— Description and Principles of Operation 


35 Transmitter-Distributor (Multicontact) — 
Adjustments 


35 Transmitter-Distributor Unit (Multicontact) 
— Lubrication 


35 Transmitter-Distributor (Multicontact) —— 
Disassembly and Reassembly 


574-240 Multi-Magnet Non-Typing Reperforator 


574-240-700 


574-241 


574-241-700 


1 


1 


35 Multimagnet Nontyping Reperforator 


Base for Receiving Selector 


35 Base for Receiving Selector and Multiple 
Wire Distributor 


574-242 35 Edge Punched Card Reader (Transmitter Distributor) 


Y 574-242-100 
Y 574-242-200 
574-242-400 
574-242-700 


574-242-701 


~<¢e< 


574-242-702 


Y 574-242-800 


2 


4 


Description and Principles of Operation 
Installation 

Wiring Diagrams 

Adjustments 

Lubrication 

Disassembly and Reassembly 


(LEXD) — Parts 


574-243 35 Edge Punched Card Punch (Keyboard Typing 


Reperforator) 


Y 574-243-100 
574-243-400 


Y 574-243-700 


2 


] 


3 


Description and Principles of Operation 
1A Card Reperforater — Wiring Diagrams 


Adjustments 


574-3 


Section 
Number 


Y 574-243-701 
Y 574-243-702 


574-243-800 


Issue 


2 


2 


3 


ISS 6, SECTION 574-000-000 


Subject 
Lubrication 
Disassembly and Reassembly 


Reperforator (LEPR) — Parts 


574-244 35 Edge Punched Card Typing Reperforator Base 


Y 574-244-100 

574-244-400 
Y 574-244-700 
Y 574-244-701 
Y 574-244-702 


574-244-800 


2 


3 


Description and Principles of Operation 
(2A Base) — Wiring Diagrams 
Adjustments 

Lubrication 

Disassembly and Reassembly 


Reperforator Base (LEPRB) — Parts 


574-245 35 Edge Punched Card Typing Reperforator Cover 


Y 574-245-100 


574-245-800 


2 


2 


General Information 


Reperforator Cover (LEPRC) — Parts 


574-246 35 Edge Punched Card Feeder 


Y 574-246-100 
Y 574-246-200 

574-246-400 
Y 574-246-700 
Y 574-246-701 
Y 574-246-702 


Y 574-246-800 


2 


4 


Description and Principles of Operation 
Installation 

Wiring Diagrams 

Adjustments 

Lubrication 

Disassembly and Reassembly 


Hopper (EPCF) — Parts 


574-247 35 Edge Punched Card Tables 


574-247-100 
Y 574-247-101 
Y 574-247-102 

574-247-400 


Y 574-247-800 


1 


(201A Table) — General Information 
General Information 

Equipment Table — General Infomation 
Wiring Diagrams 


(LEPT) — Parts 


TYPE 37 EQUIPMENT 


574-300 37 Receiving-Only Set 


574-300-100 


574-300-102 


574-300-200 


574-300-301 


574-300-400 


d 


For “DATA-PHONE @" Service — General 
Description and Operation 


General Description 
Installation 


No. 1 ESS-ADF (ADNET) and 85/86 Selective 
Calling Service — Troubleshooting 


For Switched Network Service —- Wiring 
Diagram and Circuit Descriptions 
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SECTION 574-000-000 


Section 
Number 


574-300-702 


574-301 


574-301-100 


574-301-102 


574-301-200 


574-301-400 


574-301-702 


574-302 


574-302-102 


574-302-200 


574-302-300 


574-302-301 


574-302-400 


574-302-702 


574-303 37 ROTR Set 


574-303-100 


574-303-200 


574-303-300 


574-303-702 


Issue 


] 


J 


1 


37 Automatic 


1 


Subject 


Removal and Replacement of Components 


37 Keyboard Send-Receive Set 


For “Data-Phone(®)" Service — General Description 
and Operation 


General Description 
Installation 


For Switched Network Service — Wiring 
Diagram and Circuit Descriptions 


Component Removal and Replacement 
Send-Receive Set 

General Description 

Installation 

For Switched Network Service — Troubleshooting 


No. 1 ESS-ADF (ADNET) and 85/86 Selective 
Calling Service — Troubleshooting 


For Switched Network Service — Wiring 
Diagram and Circuit Descriptions 


Component Removal and Replacement 


Description and Operation 
Reperforator (ROT) Set — Installation 
Troubleshooting 


Removal and Replacement of Components 


574-304 37 KSR Used In Telegraph Testboards 


574-304-100 


574-304-200 


574-304-300 


2 


2 


2 


General Description and Operation 
Installation 


Troubleshooting 


574-320 37 Typing Unit 


574-320-101 


574-320-400 


Add 574-320-700 
574-320-700 


574-320-701 


574-320-703 


Add 574-320-704 
574-320-704 


Add 574-320-705 
574-320-705 
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2 


37P003 and Up — Description and Principles 
of Operation 


Wiring Diagrams 


Adjustments 
Lubrication 


(PO003 and Higher) — Adjustments 


Lubrication 


Disassembly and Reassembly 


Section 
Number 


App574-320-800 
574-320-800 


App 574-320-801 
574-320-801 
574-321 
574-321-101 
574-321-400 
574-321-703 
574-321-704 
574-321-705 
574-321-801 
574-322 
574-322-101 


574-322-102 


574-322-104 


Add 574-322-400 
574-322-400 


App574-322-801 
574-322-801 


Issue 


2 


5 


1 


Subject 


(YP) — Parts 


(YP) — (Late Design 37P003 and Up, Wide 
Platen 37P101 and Up) — Parts 


37 Keyboard and Base 


Description and Principles of Operation 
Wiring Diagram 

37 Keyboard — Adjustments 

37 Keyboard Unit — Lubrication 

37 Keyboard Unit — Disassembly and Reassembly 


37 Keyboard (YK) — Parts 


37 Electrical Service Unit 


Description and Operation 


YESU 823, 825, 827, 829 — Description and 
Operation 


YESU 803, 806, 814, 815, 823, and 826 — 
Description and Operation 


Wiring Diagrams 


(YESU) — Parts 


574-323 37 Teletypewrite» Table 


574-323-101 


574-323-102 


574-323-703 


574-323-801 


574-323-802 


2 


5 


2 


Description and Operation 

37 Receive-Only — Typing Reperforator (ROTR) 
Table — Description, Adjustments, and 
Lubrication 

Adjustments 


(YT) — Parts 


37 Reperforator Table (YT) — Parts 


574-325 37 Answer-Back Unit 


574-325-100 


574-325-101 


574-325-400 


574-325-700 


574-325-701 


574-325-703 


574-325-704 


574-325-800 


574-325-801 


2 


Description and Principles of Operation 


(Y AB802) Description and Principles of 
Operation 


Wiring Diagrams 
Adjustments 
Lubrication 
Adjustments 
Lubrication 

Parts 


(YAB) 


Section 
Number Issue Subject 
€ 574-326 37 Teletypewriter Cover 
574-326-101 2 37 Typing Unit Cover and Pan — Description 
and Operation 
eS 574-326-102 1 37 Receive-Only — Typing Reperforator (ROTR) 
Cover — Descriptionand Operation, Adjustments 
and Lubrication 
€ 
574-326-703 2 37 Typing Unit Cover and Pan — Adjustments 
‘ 574-326-704 2 37 Typing Unit Cover and Pan — Lubrication 
574-326-801 4 37 Page Printer Cover (YPC) — Parts 
” 574-326-802 2 37 Reperforator Cover (YRC) — Parts 
€ 574-327 37 Tape Cabinet (YAC) 
574-327-100 2 Description and Operation 
574-327-700 1 Adjustment 
574-327-701 1 Lubrication 
574-327-800 4 Apparatus Parts 
574-329 Nontyping Reperforator 
574-329-100 1 Description and Principles of Operation 
574-329-101 ] 37 — YRPE808 and 809 — Description and 
Principles of Operation 
( 574-329-400 ] 37 Reperforators — Wiring Diagrams 
Add 574-329-700 1 
574-329-700 1 Adjustment 
574-329-701 2 37 —TRPE800 Through YRPE807 — Lubrication 
574-329-702] Disassembly and Reassembly 
574-329-7031 YRPE 808 and 809 — Adjustments 
574-329-704 1 37 — YRPE808 and YRPE809 — Lubrication 
574-329-705 1 37 YRPE808 and 809 — Disassembly and 


Reassembly 


Section 
Number 


App 574-329-800 
574-329-800 


App 574-329-801 
574-329-801 


ISS 6, SECTION 574-000-000 


Issue Subject 


2. (YRPE) — Parts 


= 


3 37 Non-Typing Reperforator (YRPE) (Late Design 
YRPE 808 and Up) 


574-330 37 Reperforator 


574-330-100 
574-330-400 
574-330-700 
574-330-701 
574-330-702 


App 574-330-800 


1 Description and Principles of Operation 
1 Wiring Diagrams 

2 Adjustments 

2 Lubrication 

2 Disassembly and Reassembly 


574-330-800 4 (YPR) — Parts 
574-331 37 Bases 

574-331-100 2 Typing Unit Base — Description and Operation, 
Adjustments, Lubrication, and Disassembly 
and Reassembly 

574-331-101 1 Receive-Only Typing Reperforator Base — 
Description and Operation, Adjustments and 
Lubrication 

574-331-400 J Wiring Diagrams 

574-331-800 4 (YB) — Parts 

574-331-801 3 (YRB) — Parts 


574-332 37 Paper Winder 


574-332-100 


574-332-400 


574-332-800 


1 For Friction Feed Sets 
1 Wiring Diagram 


2 Parts 
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